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ABSTRACT 


Compressive acoustic pulses were produced by an impulsive 
abnormal-glow discharge and the interaction of these pulses with 
the positive column of a dec neon glow discharge was studied. 

The acoustic pulses are analyzed and are found to be 
infinitesimal amplitude perturbations. 

The mechanism of the acoustic interaction is described in 


< 
A 


Co —— , 
terms of existent theories of the positive ;column. It is found 


y 
that the presence of the acoustic pulse in the positive column 
creates small spatially-separated regions of increased electron 
temperature and electron density, which move through the plasma 

in company with the acoustic pulse. It is shown that amplification 
of the wave of stratification produced in the interaction may, in 
many cases, depend upon this spatial separation phenomenon. 


An attempt was made to observe amplification of the acoustic 


pulses caused by their propagation through the plasma. 
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CHAPTER I 


INTRODUCTION 

For more than one hundred years, it has been well-known that 
the positive column of a direct current gas discharge is not always 
homogeneous, but is striated over a wide range of discharge parameters. 
These striations (regions of increased or decreased light intensity ) 
are of two general types; standing and moving. Moving striations 
have been studied extensively in the past decade and considerable 
progress has been made toward understanding the mechanisms which 
govern their creation and behavior. Oleson and Cooper have written 
a comprehensive survey of the experimental and theoretical research 
relating to moving striations.(1) 

The use of impulsive electric or magnetic fields and impulsive 
modulation of the discharge current to perturb a striation-free 
positive column, thereby generating packets of striations, have been 
the most common experimental techniques. Using these techniques, 
Pekarek observed the striation packets and called them "waves of 
stratification". He further gave an explanation of how the waves 
of stratification might give rise to a fully striated positive 
column, (2) 

More recently, investigations have been made into the interaction 
of infinitesimal amplitude acoustic waves with the positive column. 
Experiments have shown that there exist acoustic disturbances associated 
with moving striations.(3) Crandall, in his experiments, has shown 
that waves of stratification can be produced by acoustic perturbation 
of the homogeneous positive column.(4) Ingard has produced a theory 


which predicts the existence of striation-generated acoustic waves and 


also predicts the possibility of amplification of acoustic waves in 
the positive column. (5) 

The investigations undertaken in this work were suggested by 
the work of Crandall and of Ingard. An examination of the character 
of the acoustic pulses used by Crandall has been made. A detailed 
analysis of the interaction of these acoustic pulses with the positive 
column has been given. An attempt to observe the amplification of 
the acoustic pulses in the positive column, as predicted by Ingard, 


was made, 


CHAPTER II 


EXPERIMENTAL APPARATUS 

Investigations of the acoustic pulses observed by Crandall 
were carried out in the same discharge tube which he had used, 
with the addition of a second diode microphone between the sound 
source and the observing discharge. Figure 2-1 shows the arrange- 
ment of the equipment. The addition of the second diode allowed 
the measurement of the time-of-flight of the acoustic pulses and, 
in addition, made possible the observation of the dispersive effects. 

Acoustic waves were generated by a high voltage (variable 0-1OkV) 
pulse diseharge operated between electrodes El and E2, The electrodes 
El and £2 were 18mm diameter tantalum cylinders with a lem gap between 
them. 

The observing discharge was maintained between electrodes E3 and 
E4, whieh were also hollow tantalum cylinders of 20mm diameter spaced 
40cm apart. This discharge was powered by a O-1LkV, 500ma power supply 
and the load supplied by an RCA 807 pentode, The use of the pentode, 
rather than a resistor, as a load in the discharge circuit increases 
the range of current in which the positive column is homogeneous, (6) 

The time-space display method described by Stirand, et, al.(7) 
was used to observe the discharge in order to check qualitative 
agreement with the conditions of the previous experiments. In this 
technique, the oseilloseope sweep is triggered simultaneously with 
the exciting discharge pulse, The intensity of the oscilloscope 
beam is modulated by the output of a photomultiplier tube which 


responds to variation in light intensity in the positive column. 
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The particular circuitry used here gives oscilloscope beam intensity 
out of phase with light intensity, so that regions of greater light 
intensity in the positive column are presented as darkened areas on 
the scope face. The photomultiplier is mounted on a moveable carriage 
so that it can be moved parallel to the observing discharge and the 
vertical position of the oscilloscope trace is made to correspond to 
carriage position along the discharge by means of a slide wire 
resistor incorporated in the carriage mounting. Thus with the 
carriage fixed, a single-line horizontal trace will be seen on the 
oscilloscope with intensity variation caused by any time variation 

in light intensity in the discharge. If a camera is used, and the 
shutter is left open while the carriage is moved slowly from one end 
of the discharge to the other, a photograph of any striation phenomenon 
which is coherently related to the sweep trigger will be made. Figure 
2-2 is an example of the use of this technique, showing the space-time 
development of a wave of stratification caused by impulsive modulation 
of the discharge current. 

The acoustic pulses were detected in the two diode microphones. 
These devices are, in essence, simple thermionic diodes with cylindrical 
anodes of 1 cm diameter and 1 cm length and cathodes made (in this case) 
from a single strand of 3 mil thoriated tungsten wire suspended on the 
axis of the anodes, The use of thermionic diodes as microphones, first 
noted by Dayton, et, al., (8) gives increased sensitivity over piezo- 
electric or capacitance microphones in the 1-10 torr pressure range 
and provides ease of handling in the high temperature baking of the 
vacuum system, which is required to ensure purity of the discharge. 


The diodes are operated in a partially mobility-Llimited regime, thus 


Ul 


Anode 





Cathode 


Figure 2-2. Time-space development of light intensity in a previously 
homogeneous positive column, following impulsive perturbation of 


of the discharge current. 
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density variations in the acoustic pulses cause corresponding changes 
in the conductivity of the diode which appear as curfent variations 


in the anode circuit, The equation governing the diode Current is 


b= AcyyV™ ; (1) 
where V is the plate voltage and ACM) is a Constant involving the 
mobility. The parameter, m, varies from 1.5 to 2,0 as quieséent gas 
pressure inéreases, téflecting the change from the Child-Langmuir 
law (space charge limited) to the mobility limited region. In this 
latter region, since the mobility is a function of neutral gas detisity, 
the relation between current arid density tay be written as 

je nee (2) 
The diodes were calibrated by plotting curtent as a fiinction 6Ff 
pressiire with fixed plate voltage, Sinée pressure aid density are 
rélated by the ideal gas law for this static calibration, equation 2 
is also the rélation between current afd pressure. Thus, the slope 
k found from the static calibration curves, figures 2-3 and 2=4, 
may be applied to equation 2, If fractional current chaiiges are 


following relation: 





OP we x a ge (3) 
P K Le kK Rie 


In €6ftrast to this quasi-static calibration relation between density 





and presstite, the pressure atid derisity are cotisideted to be related 
adiabatically in the acoustic pulse of itifinitesimal amplitude. (9) 
Thus 


Eenést. (4) 


—o| ~ 
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Figure 2-3. Diode plate current as a function of pressure for 


constant plate voltage. Calibration for diode Dl. 
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op yy ey (6) 


giving 
eV eg Ge. (7) 


From the data in figures 2-3 and 2-4; using plate voltage L5V, 
R * 1000 ohms, p = 1.0 torr; diode sensitivities were calculated 


to be: 


Diode Dl S 107 mV/torr 


Diode D2 5 


80 mV/torr 

It should be noted that an accurate oscilloscope trace of the wave- 

shape of the sound may be obtained only if the wavelength is long 

compared with the length of the diode plate. For the diodes used 

in these experiments, the plate was 1 cm long, leading to an upper 

frequericy limit on the sound wave of about 40 kHz. For good 

resolution, a limit of 4 kHz (X= 10cm) is a reasonable working limit. 
One of the major difficulties in the use of the diode microphones 

was the inability to operate them simultaneously with the glow discharge, 

because there was a marked tendency for breakdown to occur between 

the anode of the discharge and the diode filament (the filament being 

at the minimum potential in the diode). In order to avoid this unwanted 

discharge, total isolation of the power supplies for diodes and discharges 

was effected, The exciting and observing discharge power supplies were 

operated from different line sources with "floating" ground in order to 


eliminate return paths from one to another. The diodes were operated 
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from isolated battery power supplies. In spite of this, breakdown 
still occurred periodically (about once per second) between the 
exciting discharge anode E2 and the diode Dl, and between the 
observing discharge electrode E4 and diode D2. This breakdown was 
visually observed as a glow in the areas described and interfered 
strongly with the output of the diodes. Since the electrodes at 
either end of the undesired discharges were electrically isolated, 
it was apparent that the discharge was caused by an electrostatic 
mechanism. Under the influence of the nearby high potential, there 
was negative charge build-up on the diode until the breakdown 
condition was reached. Upon breakdown, the diode would return to 
equilibrium potential and charge build-up would begin again. This 
problem was solved by the inclusion in the circuit of a leakage path 
for the charges on each of the diodes, so that build-up was limited 
to a value well below that required for breakdown. The circuit used 
was the familiar "grid-leak", used in vacuum tube circuits to prevent 
charge build-up on the grid of the tube, consisting of a 10k resistor 
with parallel .O2mfd capacitor connected between the low potential 
side of the diode filament and the nearest discharge anode. Thorough 
investigation showed that the "diode leak" had no observable effect 
on the operation of the discharges or of the diodes, other than the 
suppression of the unwanted breakdown. Figure 2-1 shows the circuits 
used for simultaneous generation of acoustic pulses, observation of 
acoustic pulses in diodes Dl and D2, and observation of waves of 
stratification in the observing discharge. 

The investigation into the possibility of amplification of sound 


pulses in the positive column (plasma) was carried out in a second 


Ly 


discharge tube, constructed especially for that purpose. This second 
tube (tube II) was similar to the first (fig. 2-1), but was of 41mm 
diameter (vice 25mm) and the observing discharge electrodes were 
modified. The diameter was increased in order to decrease the 
attenuation of the sound pulses so that net amplification would be 
more readily observed. The discharge electrodes were modified in 

an attempt to achieve increased current and so increased current 

atid ion density in the positive column. The electrodes in tube I 
became alarmingly hot when operated above 100ma and this caused the 
walls of the glass tube to become very hot. New electrodes were 
constructed as shown in figure 2-5, It was hoped that this design 
would give increased current with lower operating temperature because 
of the increase in surface area and would reduce the high local 
temperature at the edges of the cylinder by greatly increasing the 
available effective "edge". A discussion of the performance of these 


electrodes is given in Chapter V. 
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Side End 


Figure 2-5. Sketch of discharge electrode design for discharge tube II. 


Electrode formed f10m 5 mil sheet tantalum. Nominal diameter, 30 mm. 


CHAPTER III 


ANALYSIS OF THE ACOUSTIC PULSES 
Acoustic pulses were observed in tube I (fig. 2-1). 
Crandall, using this same tube, had observed a variation in the 
arrival times of pulses at the end of the tube opposite the 
exciting discharge. With the oscilloscope sweep triggered by 
the pulse trigger, it was observed that the higher intensity 
pulses arrived at the receiver somewhat earlier, leading to the 
hypothesis that the propagation velocity was greater for the 
higher amplitude pulses. Since a variation of sound velocity 
is not a characteristic of small amplitude sound waves, Crandall 
had suggested the inclusion of the second diode microphone, so 
that the acoustic pulses might be analyzed and a determination 
of their specific character made. This analysis was made in the 
following manner: 
a) The time of flight between diodes Dl and D2 was measured 
for several pulse intensities. 
b) The speed of sound was measured experimentally and compared 
to that calculated for small amplitude acoustic waves. 
c) The attenuation was measured and compared with the 
theoretical value. 
d) The waveforms were examined to see if any steepening took 
place during the eRe RaeeMtiiCN: 
e) The shock-formation distance was calculated and compared 
with tube length. 
Initial observations disclosed a significant variation in the 


amplitude and waveshape of the acoustic pulses depending on the 
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pulse-repetition-rate (PRR) selected. Figure 3-la shows the wave 
at Dl with a PRR of ten per second. Figure 3-2a shows the wave 
observed when the pulser was manually triggered with at least five 
seconds delay between pulses. Qualitatively, it is seen that the 
non-repetitive pulse is nearly four times as great in amplitude 
and that the rise time of the leading edge of the pulse is less, 
indicating an increase of high frequency components in the Fourier 
spectrum. Since it was desired to examine the maximum amplitude 
pulsed available from the source in order to detect possible non- 
linear effects, the non-repetitive pulse trigger was used in all 
subsequent investigations. It was also observed that the wave 
shape was somewhat dependent upon the voltage applied to the 
exciting discharge, higher voltage giving slightly steeper wave 
forms (see figures 3-2a and 3-3a) and that the peak pressure at 
Dl was not linear with applied voltage. 

Figures 3-2 and 3-3 are oscilloscope photographs of the sound 
pulses observed at diodes Dl and D2. Figure 3-2 shows the pulse 
at both positions with 2kV applied between the electrodes El and 
E2. Figure 3-3 shows the pulse with 3kV applied. A dual trace 
oscilloscope was used with the horizontal sweep triggered simulta- 
neously with the high-voltage pulse generator. The large deviation 
in vertical displacement prior to 0.5 millisecond is caused by an 
electrostatic interaction between the HV pulser and the diodes, That 
this interaction is electrostatic was verified by operation of the 
pulser and diodes with tube pressure at 3 x 1077 torr and at this 
pressure, with no exciting discharge and essentially no gas as a 


medium to support current flow or acoustic propagation, the same 


ma 


a 





Figure 3-1.» Acousituse puleese due to 2kVepuleer woltage. 
a) Acoustic pulse detected in diode Dl. Pulse-repetition-rate is 
ten per second. Time scale .5 ms per division. Vertical scale 
.5 mV per division. 


b) Diode D2 signal. Vertical scale .5 mV per division. 


Ze 





Figure 3-2. Acoustic pulses due to 2kV pulser voltage. 
a) Acoustic pulse detected in diode Dl. Pulse manually triggered. 
Time scale .5 ms per division. Vertical scale .5 mV per division. 


b) Acoustic pulse detected in diode D2. Vertical scale .05 mV per 


division. 


Foes 


a 





Figure 3-3. Acoustic pulses due to 3kV pulser voltage. 
a) Acoustic pulse detected in diode Dl. Pulse manually triggered. 
Time scale .5 ms per division. Vertical scale .5 mV per division. 


b) Acoustic pulse detected in diode D2. Vertical scale .O5 mV per 


Gaivars en. 
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vertical deflection prior to 0.5 millisecond was seen. If the 
initial vertical deflection of each acoustic pulse is used as the 
reference, the speed of sound calculated from the pulses in figures 
3-2 and 3-3 is about 430 metres per second and is the same, within 
the resolution capability of the diode, for both pulses. Indeed 
for all values of pulse voltage, from 1 to 6 kV, the same speed was 
obtained. Using the adiabatic approximation, which is so closely 
associated with small amplitude acoustic phenomena that it is 
virtually definitive, the sound velocity is obtained from (9) 

C= - | (8) 
where IF and P, are the quiescent pressure and density respectively. 
From equation 8, the acoustic velocity in neon at 1 torr and 20°C 
is 444 m/s. This figure agrees with the experimental value within 
the resolution capability of the photographic data. 

The observed attenuation of the peak pressure in the pulses 
was approximately -23.8 db over the 114 cm travel of the pulses. 
A Fourier spectrum of the waveform of figure 3-3a was obtained. 
The pulse was approximated by a Sinusoidal pulse, the half period 
of the sinusoid being 0.5 ms, and the Fourier integral was solved. 
The spectrum showed that the major Fourier component was 2 kHz, and 
all other frequency components were small with respect to this 
fundamental frequency. Therefore, it was decided to approximate 
the pulse by 2 kHz for calculation of attenuation, as the primary 
interest was to establish order of magnitude correspondence between 
observation and calculation. At the pressure of these observations, 


wall losses dominate bulk losses in the attenuation constant.(10) 
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As a good approximation, the presSure attenuation constant may be 


written (5) 


. y 
o + [2(S)(e}] : (9) 


where d is the tube diameter, c is sound velocity from equation 8 


and 1 is the coefficient of viscosity. This may be further reduced 


ay) V2 
x = = j2(=) 1. | ) (10) 


where d is of the order of the mean free path of the neutral particles. 


to 


(5) Then, solving equation 10, with we# 41Tx l@esecr- d = 2.5 cm and 
Re =5 x oi 2m the atenuation constant is & = 2.14 x 10 2ene 
Using this value, the zctenuation over 114 cm will be -21.2 db. It 
was felt that the agre‘ement, in sound velocity and attenuation, between 
observation and theory served to validate the procedures and approximations. 

Examination «f all oscilloscope data showed no tendency toward 
steepening of th: pulse as it propagated. 

In order t) examine the likelihood of occurrence of shock formation, 
the experimen:al attenuation data were used to extrapolate the sound 
pressure pulse observed at Dl back to the source. A calculation of the 
shock formatics distance (without attenuation) was made. Once this 
distance was :ilculated, the effect of attenuation was considered ina 
qualitative wy. (Attenuation can only increase the shock formation 
distance).(11) For the wave of figure 3-3a, the peak pressure deviation 
is .0145 torr, Using the experimental attenuation constant, the 
extrapolated js:ak pressure at the source, 30 cm away, was .0276 torr. 


The shock fcrmation distance is given by (11) 


Se “— 1) cu (11) 





26 


where M is the Mach number. The Mach number may be obtained from 


m= | fe 1| 





GE2) 
q P. - 
a= — ff. is) 
(P+ p,) 
Then 
Re Pp, \A sak 
Asai ww(v + 1) |(=B-)* ! ‘ pl) 


where fo is the ambient pressure and P is the acoustic pressure, 
Solution of equation 14 for the pressure and frequency of this experiment 
yields 

Xs no ot U metres ; 
Including the effect of attenuation, it may be concluded that X,.> 5.1 
metres. Since this distance is more than twice the length of the entire 
tube, the possibility of both formation and attenuation of pulse steepening 
occurring between the diodes can be ruled out. 

From the foregoing, it may be concluded that only small amplitude 
acoustic effects occur in the discharge. The differences in arrival time 
of the pulses of different amplitude which were observed by Crandall were 
most likely not due to differences in propagation velocity. Considering 
the anomalies observed in the operation of the pulSe generator, it seems 
most reasonable to attribute the observed arrival-time differences to 
differences in the pulse formation time within the pulse generator 
circuit itself and perhaps, to a lesser degree, the dispersion of the 
medium coupled with the noticeable differences in the waveshapes of 


different intensity pulses (fig. 3-2a and 3-3a). 


Zz] 


Of further interest in the analysis of the acoustic pulses 
and their interaction with the positive column is the phase 
difference between pressure and condensation which is found in 
dissipative media. For our experiments, since the attenuation is 
dominated by wall losses, the phase angle is obtained by considering 
the effect averaged over the entire cross section. The condensation, 
or fractional density variation, will lag the pressure by a phase 


angle 9 given by (9) 


tan @ = jane 


2d pw , ey 


Using the approximations of equations 9 and 10 this may be written 


tana [n(2e})]" ae 


Solving equation 16 for the same conditions as previously described, 
the value obtained is 

S =. Ss 
This results in a spatial separation of the presSure and condensation 
on the order of lcm. The significance of this spatial separation of 


the pressure and condensation will be examined in the following section. 
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CHAPTER IV 


ANALYSIS OF THE ACOUSTIC INTERACTION 
WITH THE POSITIVE COLUMN 

In the previous section it was shown that there exists a phase 
difference between the pressure and condensation in the acoustic 
pulse. In keeping with the approximations used, the pressure leads 
the condensation by a phase angle of approximately 15° for the 
experiments performed. The work of Pekarek et. al. (12, 13, 14, 15), 
Vesely (16), and more recently, Sicha et. al. (17) suggests that 
this phase difference in the acoustic wave may be an important 
phenomenon in the formation and amplification of the moving striations 
within the wave of stratification produced by the acoustic pulse. 

In seeking the interaction mechanism between the acoustic wave 
and the plasma, we begin by relating the observations of Crandall to 
the characterization of the sound wave made here. Crandall mentions 
the presence of a region of increased light intensity traveling 
immediately in front of the decreased light intensity region expected 
in the compressive portion of the acoustic pulse. This region of 
increased light intensity was always present, but is most clearly 
evident in his figure 3-6, which is reproduced here, figure 4-1. 
Examination of Crandall's data shows good correlation between the 
spatial separation of the increased and decreased light intensities 
and the calculated spatial separation (~1 cm) of the pressure and 
condensation in the acoustic wave. Whether it is possible to associate 
the increase in Light intensity leading the pulse with the pressure 
leading the condensation remains for further experiment to determine. 


However, if we associate energy of the particles with the thermodynamic 
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Figure 4-1. Time-space development of light intensity in a 2.2 
torr neon discharge at 3.1 ma. Anode to cathode propagation 
of @ compressive acoustic disturbance. Time scalé is 2 msiec/ 
division. Thin dark line preceding bright line in acoustic 


interaction indicates a slight increase of ionization rate. 


pressure, it seems reasonable to expect an increase in electron 
temperature and, correspondingly,an increase in excitation and 
light output, with a region of increased pressure. It has been 
observed (4) that the increase in density in the condensation 
phase of the acoustic pulse reduces light output in the positive 
column. This may be explained in terms of the increased collision 
frequency causing a greater rate of energy loss which leads 
naturally to lower electron temperature and hence to lower excitation 
and reduced light output. Then, if we assume electron density to 
follow neutral density we may make the following assertion: as the 
sound pulse propagates through the positive column from anode to 
cathode, it will carry with it in the plasma a region of increased 
electron temperature, spatially separated from a region of increased 
electron density having a lower temperature. As will be shown, this 
spatial displacement between electron temperature and concentration 
is precisely the condition required by the theory of Pekarek for 
the amplification of the wave of stratification which is observed in 
the experiments of Crandall. In addition, the phase difference 
calculated for the sound pulse for our experiments agrees qualitatively 
and to some extent quantitatively with the phase angles between electron 
temperature and density observed by Sicha et. al. (17) in moving stri- 
ations. 

Pekarek and Krejci (12) describe the mechanism for production of 
a wave of stratification by an impulsive perturbation, beginning with 
three phenomena which have been found to be decisive. These are: 

a) the dependence of the ionization coefficient on mean 


electron energy, and thus on the local electric field, 
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b) the production of space charges due to different 
diffusion rates of the charged particles, and, 

c) creation of additional electric fields due to 
creation of space charges. 


These phenomena are expressed in the following equations: 


d ; 
a) * ZeNa® (17) 
oe | 
where 
Ny = Bl. = N 


is the deviation of ion density from equilibrium, 
ew fF -Ee « |8i 8 
is the electric field perturbation, and 
>! = ($4) 
e ’= 
is the slope of the Ae of the ionization coefficient Z on the 
electric field, The positive X direction is from anode to cathode, 


The solution of this system of equations with an initial ion density 


perturbation in the form of a step function in space and time gives 


~\ é | N.Ze V=xt - 1 
N+ wlanprole 4¥-xt <7 Pr — are cos (Arg e\-x =} (19) 


which when plotted on a space-time diagram gives an excellent 
approximation of the éxpexingne®iy observed waves of stratification, 
provided very long or very short wavelength striations are neglected. 
Now if we make the usual assumption that ion density closely follows 
neutral density, we may attribute the formation of waves of strati- 


fication to the density perturbations caused by the acoustic pulses. 
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We next desire to examine the condition for amplification of 
the moving striations and the relationship between this condition 
and the character of the acoustic pulse. Pekarek and Krejci (13) 
have described the process of amplification of the moving striations 
by the inclusion, in the equations of the previous work (12), of 
terms relating to processes not considered earlier. This leads to 


a set of more sophisticated equations, 


2 ‘ 4 
a) $= ZENO - $M —ZN- (20) 
Se _ 
b) x = & TH (21) 
c) & =p(ny -/n-) (22) 
d 6 =e (23) 
e) n=O (24) 


where the notation is the same as equations 17 and 18, but with 
additional terms; n_, the deviation of electron density; T, the 
mean lifetime of ions; E , the space charge; 8, the deflection of 
or. ; 352 , 
electron temperature from the equilibrium T ; Zo =| >= _ (ale ge 
si dTe Teo 
Various solutions to this set of equations are obtained assuming a 


harmonic form for the perturbations. Then the approximation of 


equation 24 is replaced by 
rd e 
Nn. = Agm sin (kx + ~p | (25) 


and more solutions obtained. It is found that solutions to these 
equations with an assumed spatial separation of the electric field e 
and the electron temperature 9 are the only solutions which give 


amplification of the moving striations. In fact, the following 


So 


statement is made: "the only phenomenon which can lead to 
amplification of the stratification of the positive column is 
the space shift of the temperature curve of the electrons with 
respect to the electric field," 

It can be shown that there is an electric field perturbation 
associated with the neutral density — We assume that 
for the acoustic frequencies of our experiments, the ion density 
closely follows the neutral density. Pekarek and Masek (15) have 
shown that the electron density does not follow ion density exactly, 
but is displaced longitudinally a small amount (very much less than 
the displacement measured between electron temperature and neutral 
density in the acoustic pulses). This displacement is the result 
of the differences in diffusion rate between ions and electrons. 
The result of the displacement is a local electric field perturbation 
which is phase-separated from the ion density by a small amount 
(again much less than the phase separation in the acoustic pulses). 
For our experiments, the position of the electric field perturbation 
may be considered to be the same as the position of the neutral density 
perturbation of the acoustic pulse. Thus it appears that the propagation 
of the acoustic pulse, causing a phase separation between electron 
temperature and electric field in the positive column, provides, 
intrinsically, the very condition ehausal for amplification of the 
moving striations which is observed in the acoustic interaction. 

It is of interest to consider here the experimental result which 
cannot be explained by the theories of Pekarek et.al. That is, that 
the waves of stratification are produced only at the cathode in the 


homogeneous column or at the site of standing striations in the 
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inhomogeneous column. The previously mentioned theories are positive 
column theories and predict production and amplification of striations 
at any point in the column whenever the correct conditions are. met. 

It remains for further experiment and broader theory to specify 

the effect of particle density gradients and magnitude of the perturba- 
tion upon the production and amplification of the striations. 

Vesely (16) measured a phase displacement between intensity of 
radiated light and electron concentration in moving striations in both 
helium and neon discharges. In a neon discharge, under conditions 
similar to those of our experiments, he found that the peak Light 
intensity was displaced from electron concentration by ~12° with Light 
intensity leading from anode to cathode. This agrees in direction 
with the phase separation of the acoustic pulse propagated from anode 
to cathode, but is much less in magnitude. The ~15~ phase angle in 
the acoustic pulse would represent ~150— phase angle in the striations, 
since the acoustic wave length is about ten times the wavelength of the 
striations. More recently, Sicha (17) has measured this same phase 
angle and finds that it is ~180°. It may be then, that the acoustic 
pulses of our experiments, when propagated from anode to cathode, 
arrive at the cathode and create a phase separation in electron 
temperature and concentration which is not only correct in direction, 
but has a magnitude approximately the same as that preferred by the 
striations. It is noteworthy that Crandall's observations showed that 
the amplification was less when the pulses were propagated from cathode 
to anode. Further investigation will be necessary to discover the way 
in which the characteristics of the sound pulses, including the phase 
lag and propagation direction, are related to the production and degree 
of amplification of the wave of stratification. It seems reasonable to 


assert that such a relationship does exist. 


Shs, 


CHAPTER V 


EXPERIMENTS RELATING TO THE AMPLIFICATION 
OF ACOUSTIC PULSES IN THE PLASMA 
Ingard (5) predicts the amplification of sound waves by 
propagation through a plasma. He finds, in solving the acoustic 
propagation equations for the weakly ionized medium, that the 
character of the medium introduces energy source terms into the 
acoustic equations. That is to say, there is a mechanism through 
which energy may be transferred from the charged particles to the 
neutral particles in such a way that amplification of the acoustic 
wave may result. Ingard calculated a condition necessary for net 


amplification of the acoustic wave, which is 


(Nee) By eee Be) > 026 


where d is the tube diameter; Q is of the order of the mean free 








path of the neutral particles; Q 4 is of the order of the mean free 
path of the electrons; ZT, is the neutral gas temperature; qT. is the 
electron temperature; m and m, are the masses of electrons and neutral 
particles respectively; and N, and Ny are the concentrations of the 
electrons and neutral particles in the plasma. 

An attempt was made to observe amplification of the acoustic pulses 
in tube I. No amplification was observed, but an examination of equation 
26 shows that the conditions in tube I were probably not correct for such 
an obServation to be made, Equation 26 represents the requirement that 
the ratio of the amplification eee to the attenuation constant o¢ 
must be greater than one for net amplification to occur.(5) In tube I, 


the region in which the discharge or plasma was generated represented 
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approximately one-third of the acoustic wave travel distance between 
diode Dl and diode D2. Since only the amplification constant fp is a 
function of the plasma parameters, and the attenuation constant & is 
dependent only upon neutral gas parameters and boundaries, it was 
apparent that we required the ratio pie to be greater than three in 
order to observe net amplification. Equation 26 was solved using 

this criterion. Each of the terms in equation 26 was a known constant 
for the conditions of our experiment, except for NA/N, which, in the 
absence of Langmuir probe measurements may be approximated only to 


within two orders of magnitude. The ratio may be written 


Ne —b -4 


for the conditions of the experiments. The solution to equation 26, 


under the same experimental conditions yields 


Ne Mags 


ral 
for net amplification. The fact that amplification was not observed, 
coupled with the low current handling capability of the discharge 
electrodes in tube I (maximum 100 ma) indicates that for this tube, 
sufficient electron density was probably not attained. 

Tube II was constructed with modified discharge electrodes and greater 
diameter in an attempt to satisfy the amplification condition. It was 
hoped that the modified electrodes might permit discharge currents on 
the order of 500 ma to 1 amp. Since N ox I, the increased current 
would provide the required electron density. Increased tube diameter 
would also enhance the ratio of equation 26. Unfortunately, the 
maximum current for tube II was only 200 ma. Even at this current, 
severe overheating of the electrodes and nearby glass tubing was 
encountered. 
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CHAPTER VI 


SUMMARY AND CONCLUSIONS 
Acoustié intéractions with the positive column of a neon glow 
discharge were studied and analyzed. The theories of Pekarek were 
used 4s a basis for thé analysis. The interaction mechanism between 
a Gompressive acoustic pulse and the homogeneous positive column for 
the ¢ase of atiodde to cathode acoustic propagation may be destribed 
as follows: 

a) The acoustié pulse enters the positive column and creates 
in thé plasma phase-separated regions of increased electron 
temperature and increased electron density which are carried 
along by the neutral perturbation. 

b) The neutral perturbation carries the phase-separated electron 
temperature and density regions to the cathode, which provide 
at the cathode the precise conditions required for production 
and amplification of a wave of stratification. 

¢c) The wave of stratification propagates and is amplified. 

The theories of Pekarek are not complete, in that they do not describe 
the role of the cathode in the above described mechanism. Further 
experiment is necessary to establish this role. 

An unsuccessful attempt to observe amplification of sound pulses 

iri the plasma as pfedicted by Ingard was made. Failure was attributed 


t6 insufficient electron detisity iti the plasma used. 
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